Message 


From: Nathhorst Richard P. [nathhorst@facil.umass.edu] 

Sent: 2/17/2010 2:02:46 PM 

To: Lobik Stephen [slobik@facil.umass.edu] 

CC: Hanchett, James (DPH) [James.Hanchett@state.ma.us]; Taugher, Helen (DPH) [Heien,Taugher@state.ma.us] 

Subject: RE: 


Steve: 

He has not gotten back to me since last week when the “storm closing” canceled the visit. 
Richard 


Richard P. Nathhorst '79 

Capital Project Manager 

Facilities Planning Division 

University of Massachusetts at Amherst 

Physical Plant Building 

360 Campus Center Way 

Amherst, MA 01003-9248 

Phone: 413-545-6497 

FAX: 413-545-3684 

Cell PhoneBHHHI 

email: Nathhorst@facil.umass.edu 

http://people.umass.edu/amaeOOO 


-Original Message- 

From; Lobik Stephen 

Sent; Wednesday, February 17, 2010 8:38 AM 
To: Nathhorst Richard P. 

Cc; Hanchett, James (DPH); Taugher, Helen (DPH)' 

Subject: 

Dick, 

Has Paul Walsh confirmed when he will be on campus to walk through MDPH? Please let us know once he 
confirms. 

Thanks, 

Stephen 


Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 


Folk OIG PRR 094859 









(T) 413-545-6516 



(F) 413-545-3684 
slobik@facil.umass.edu 


Folk OIG PRR 094860 



